Work Order: 


Part Number: 500-302018-001 


DART AEROSPACE LTD 


Description: BRACKET, ADJUSTMENT, ACTUATOR 
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INSPECTION SHEET 
Drawing Actual : Method of 
Dimension Tolerance Dimension Accept | Reject Inspection Comments 

1.375 +/-0.005 
0.31 +/-0.010 

@0.257 +0.006/-0.001 
1.50 +/-0.010 

— 


+/-0.010 


+/-0.010 


0.88 


%-13 UNC 


1 


| F 
~ — 


| 
Measured by: Checked by: QC Inspector: 
Date: Date: Date: 
Engineering Approval: . 
(If necessa Date: 


Rev Date | Change | Revised by Approved 
A 20.06.10 | New Issue M 
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